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SDCS  Event  Report  No.  35 


Mexico,  23  April  1975 


This  event  report  contains  seismic  data  from  the  Special  Data  Collection 
System  (SDCS),  and  other  sources  for  the  above  event.  l*ublit;hed  epicenter 
information  from  seismic  observations  is: 


Origin  Time 

Latitude 

Lonp,  ituae 
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NORSAR 

11:14:45 

16.9IM 

103. 4W 

6.0 

N/A 

LASA 

11:14:43 

15.  3N 

097.9W 

6.3 

N/A 

PDE 

11:14:48 

16. 4N 

098.9W 

6.0 

6.2 

Using  SDCS  stations. 

LASA  and  NORSAR, 

the  epicenter  location 

becomes 

11:14:49 

16. 5N 

098. 9W 

6.2 

6.  1 

All  SDCS  stations  were  operational  except  FN-WV , which  was  not  operational 
duo  to  maintenance.  The  NORSAK  short-period  wavi  forms  were  not 
recoverable,  P arrival  obtained  from  weekly  suimnary. 

Short-period  signals  associated  with  this  event  were  recorded  at  .ill 
operational  SDCS  stations,  LASA  and  NORSAK.  The  time  correction  at  WH2YK 
is  not  known.  Long-period  signals  were  recortled  at  (d’SO,  RiC-ON,  iiN-Mli, 
and  VH12YK.  Long-period  array  data  were  not  reioverable, 

SDCS  long-period  horizontal  channels  were  not  rotated  to  orientations  radia 
and  transverse  to  this  event  location  due  to  signal  clipping. 

Scaling  factors  on  plots  are  millimicrons  at  1 Uz  (not  corrected  for 
instrument  response)  with  the  exception  of  LASA  and  NOKSAR  short-period 
plots.  LASA  SP  scaling  factors  are  millimicrons  per  inch.  Scaling  factors 
are  not  reported  for  NORSAR  short-period. 
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DATA  SUMMARY 

INPOT  FOB  EVENT  23  APF  75 
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